Subject:  Your  bike  parking  request  is  approved! 

From:  LADOT  Bike  Program 
Date:  03/30/2017  11 :17  AM 
To:  lisa@mediadistrict.org 

Hi  Lisa, 

Your  request  for  sidewalk  bicycle  parking  for  Hollywood  Media  District  BID  (Golds  Gym)  located  at  1 01 6 Cole  Avenue 
Hollywood  CA  90038  was  approved! 


We  will  get  back  to  you  once  we  have  marked  the  location  for  the  racks.  Due  to  staffing  shortages,  our  turnaround  may  be 
approximately  three  months.  We  appreciate  your  patience! 

Thanks, 

The  LADOT  Team 


